No.  3584.  Chapel  of  the  Holy  Rosary  at  Cascade  in 
Ute  Pass.    Pikes  Peak  Region,  Colorado. 
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Pub.  by  Sanborn  Souvenir  Co.,   Inc.,   Denver,  Colo. 


